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OPERATING INSTRUCTIONS FOR STREAM LIGHT LITEBOX® 

Thank you for selecting the Streamlight LiteBox,® a truly remarkable portable light As with any fine instrument 
saved. Charge LiteBox overnight before first use. 


cords are included, but only the AC works in the power faili 
provides emerging lighting automatically when the power fa 
that gives you total portability in an emergency type light 


To reduce the risk of fire, electrical shock, or personal injury, DO NOT attempt to recharge 
with any other chargers than those supplied by Streamlight likewise, do not attempt to 
y other product with Streamlight chargers. 


Jiately to the Streamlight factory at 103( 
ee evaluation and repair. In extremely re 
flammable hydrogen gas mixture. In the 


Remove the LiteBox from the charger holder (rack) before attempting ar 
nance. Do not try to repair the lantern or charger yourself. Take it to a 
to the Streamlight fa dory. 


The on/ off switch is on the leftside of the handle, covered with a black rubber boot A pair 
indicators are on the opposite side underneath the information label. The red LED means that 
charging. The green LED means it is fully charged and ready for use. 

It is important to understand that a battery can take from only minutes to a maximum of 24 ho 
charge depending on the battery's residual charge and other factors. W hen fully charged, thi 





































